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Reconstitution of the (jP Committee on Constructors Performance 
Evaluation System (CPES) 




Pursuant to Section 42 and Annex E of the Revised Implementing Rules and 
Regulations of Republic Act 9184 otherwise known as the Government Procurement 
Reform Act the UP Committee for Constructors Perfonnance Evaluation System (CPhb) 
for the contract implementation of infrastructure projects of the University and its 
constituent units is hereby reconstituted, effective 1 June 2014 until 31 May 2015 with 
Assistant Vice President Nestor O. Raneses, as Chair . 

The Committee shall perfomn the following functions: 

1 Oversee the implementation of the Constructors Perfomiance Evaluation System 
guidelines contained in Annex E of the Revised Implementing Rules and Regulations 

2 Ma^aqe^^lhe selection for accreditation, deployment, perfomnance, and continuous 
■ training and development of the accredited Construction Perfomnance System 

evaluators/assessors of the whole University; 



— ■ 2F Quezon Hall, University of the Philippines, Diliman, Quezon Qty 1101, Philippines 
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3 Ensure .he ccnduc and completion of CPES on ..I n,anda,ed ,nfras.mcture proieCs of 

a ^IpilS con.rao.ors and suppliers by degree of perto^ance based on a rafing 
7 DeS an online system for informafion shanng of CPES reports in the UP 
S 'pS *er SioM and activities as may be required by the UP Presiden. in relation 
to contract implementation of infrastructure projects. 

s^==r^s^s='i5^^^S2:^a:^^^^^ 

The UP system Supply and Property Management Office (SPMO) shall serve as the 
Secretariat of the Committee. 

The Chair and members of the Committee as well as the technical and suppor. staff shall be 

entitled appropriate honorarium. 

For your guidance and effective execution. 
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^OR : All Chancellors 

THROUGH : Vice Chancellors for Administration 

SUBJECT : Accreditation of UP's Technical Employees as Constructors 

Performance Evaluators (CPEs) 



The Philippine Domestic Construction Board (PDCB) approved the applications of 
the following twenty-five (25) technical employees of the University for CPE accreditation: 

As new CPEs; approved by the PDCB Board on 16 Octobe r 201 2 

■ CU 



1 



8 



10 



UP Technical Employees 
Engr. Reycard N. Anislaq 



Arch. Marie Angelica Grace M. 
Cabantac 



Arch. Ringer T. Manalang 



Engr. Reuben Edward M. 
Soliman 



Engr. Guillermo N. Zabanal 



Engr. Renato B. Romorque 



Engr. Maximo V. Torrejos 



Arch. Bemadette G. Serv anez 
Engr. Don Irwin A. Caeg 



Arch. William Jeffrey Y. Ranola 



UP Diliman 



UP Diliman 



UP Diliman 



UP Diliman 



UP Diliman 



UP Manila 



UP Manila 



UP Manila 



UP Open University 



UP Los Bancs 



Recommended by PDCB 



as CPE Team Member 



as CPE Team Member 



as CPE Team Member 



as CPE Team Member 



as CPE Team Member 



as CPE Team Member 



as CPE Team Member 



as CPE Team Member 



as CPE Team Member 



as CPE Team Member 



For renewal of CPE accreditation;approved by the PDCB 



8 



10 



11 



UP Technical Employees 



Engr. Philip P. Almeda 
Engr. Rosario S. Carino 



Engr. Conrado E. Cortes 



Engr. Edwin P. Dimaculangan 
Engr. Amador D. Rozul 



Arch. Allen R. Buenaventura 



Arch. Leonard P. Cordero 



Engr. Lorna V. Gravoso 



Engr. Cesar E. Estocado 



Engr. Rolando 8. Jamero 



Engr. Reginald S. Monsale 



12 I Engr. Mario M. Morano 



CU 
UP Diliman 



UP Diliman 



UP Diliman 



UP Diliman 



UP Diliman 



UP Manila 



UP Manila 



UP PGH 



UP Mindanao 



UP Visayas 



UP Visayas 



Board on 1 6 October 201 2 



Recommended by PDCB 



as CPE Team Member 



as CPE Team 
or Member 



Leader 



as CPE Team Member 



as CPE Team Member 



as CPE Team Member 



as CPE Team 
or Member 



Leader 



as CPE Team Leader 
or Member 



as CPE Team Member 



as CPE Team 
or Member 



Leader 



as CPE Team Leader 
or Member 



UP Visayas 



as CPE Team Member 



as CPE Team Member 
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As new CPEs; approved by the PDCB Board on 13 November 2012 



UP Technical Employees 



Engr. Roberto C. Basadre 



Arch. Mark Abraham S. 
Goduco 



Engr. Roderick P. Tandas 



CU 



UP Cebu 



UP System 



UP System 



Recomrriended by PDGB 



as CPE Team Member 



as CPE Team Member 



as CPE Team Member 



Please note that the CPE accreditation (for new and renewal) is valid up to three 
(3) years from the date of the PDCB Board's approval. 

As accredited CPEs, they are authorized to carry out Constructors Performance 
Evaluation in compliance with the Government Procurement Refonn Act (RA 9184) for 
infrastructure projects and compliance for constructors with industry guidelines and 
standards. It also safeguards the University from substandard workmanship of private 
contractors. 

These personnel will constitute the UP System pool of accredited CPEs and shall 
be mobilized to evaluate infrastructure projects of the various CUs or other government 
agencies. As a check and balance mechanism, a CPE must avoid evaluating 
infrastructure projects in his/her home CU. Requests for the services of CPEs shall be 
addressed to Assistant Vice President for Administration and CPES Implementing Unit 
Chair Nestor O. Raneses. 



cc : President Alfredo E. Pascual 
AVP Nestor O. Raneses 
OIC, SPMO 

Members, System CPES Committee 

All Accredited CPEs 

OSU 

OVPA/CPES File 




MARAJ2!TSS S.V. AMANTE 
Vice President for Administration 



